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About us: 


WHICH ARE THE AREAS OF BOTOX INJECTION? 


e Crow's feet (around eyes), 

e Horizontal Glabellar lines, 

e Vertical Frown lines (between eyes), 
«e Upper forehead wrinkles. 


e We avoid lower forehead injections due to risk of eyelid or 
eyebrow drop complication. 


e Masseter muscle for Bruxism. 
e Temporalis Muscle for Bruxism. 


e Injections for Migranes 
WHAT IS BOTOX AND HOW DOES IT WORK? 


e Botox is a natural purified protein that relaxes the muscles 
that cause the skin to wrinkles, and makes the skin look 
naturally younger. 


e Results can be seen in 24 to 48 hours after injections lasting 
up to four months or more. 


HOW ARE THE INJECTIONS DONE? 


e The procedure consists of few tiny injections and requires no 
anesthesia. 


e Injections can be done at lunch time and you can go back to 
regular daily activities afterwards. 
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